From: L B. Spees [lspees@charter.net] 

Sent: 1/9/2018 12:33:40 PM 

To: contactgov [/o=ExchangeLabs/ou=Exchange Administrative Group 

(FYDIBOHF23SPDLT)/cn=Recipients/cn=7ce8741105614afe8a8cc762547a4b2c-contactgov] 
Subject: [External] No to ACL; yes to solar and batteries 


CAUTION: External email. Do not click links or open attachments unless verified. Send all suspicious email as an attachment to 
report.spam@nc.gov. 


Dear Gov. Cooper: 

I ask you to deny state permits for the ACL fracked gas pipeline and support solar and 
batteries instead. The latter is much more environmentally friendly and sustainable. 

Lynn B. Spees 

280 28*h Avenue Place, NE 

Hickory, NC 28601 










